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1= The n.ater ini- tost inf station of. the shipyard in Petrozavodsk 

(61°4S 'il/S4°20'' ), ’.arelo- ^inrish 'l.'l.l,, ’"’as established early 
in 1949 - There '-’as one Brinell and one ioekwell testing nress 
for nechanloal testing of materials, in addition to other test- 
ing Machines , An X-ray apparatus for testing -'elds . nacked in 
boxes, arrived from the Tovict Tone of Gernany shortly before 
the Tf. left the place* All equipment "’as of ^ernan origin* * 

The chemical testing statior/-ras installed in flay 1949. A harde- 
ning and cementing section also Mere available. 

3. Poktanov (fnu) , a mechanical engineer, was in charge of the 
testing station. Tie "’as not an expert and was forced to use 
German and American technical literature for his work. T"»o 
"’omen "ho "'ere specialists in p*int3 and fats but who had little 
experience in iron analysis "'orked in the chemical and mechanical 
sections. German Ft’s made chemical solutions. 

4. The Brinell hardness of shipbuilding and bolt and sere"' material 
ranged from 250 to 350, that of nuts and drills from 200 to 250. 
Their TRoekmell hardness vjas 55 and over, and the lodr-ell ’-ard- 
ness of the machine tools examined ranged from 60 to C5„ ** 
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25X1 A 1 [ J Comment . It is considered exceptional that a shipyard like 
the ; 'etrozavodslc yard should have such a material -to sti nr station. 
Its existence could only be accounted for if the semifinished 
products, such as the steel supply, were so different in ovality 
us to need permanent control, or its installation mas due to 
schematic interpretations of instructions issued bv superior 
author ities. 

25X1^* | | Comment . The degrees of hardness cannot be interpreted for 

lack of. data indicating, for example, the diameter of balls and 
the pressure, and its duration, as "’ell as because of the absence 
of standard scale, /or data on steel analysis, see "nliex. 
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